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162397 insp_id 
21327 siteid 


S & S FARMS Customer ID: 3684 

Certificate: 93<A<021d 

Site: 001 

1650 WARNOCK RD. 

RAMONA, CA 92065 

Inspection 

Type: ROUTINE INSPECTION 
Date: MAY-29-2003 


No non-compliant items noted this inspection. 
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